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ABSTRACT 


The heat transfer characteristics of a cylindrical ejector for a small afterburning 
turbojet engine operating at static sea level conditions were compared with film -cooling 
correlations based on an insulated wall. Since the ejector in this test was not insulated, 
a correction for radiation and free -convection losses was derived and applied to the wall 
temperatures calculated using one of the correlations. Good agreement was obtained 
between the experimental and predicted wall temperatures. 



COMPARISON OF EXPERIMENTAL AND PREDICTED HEAT TRANSFER 
CHARACTERISTICS FOR A CYLINDRICAL EJECTOR 
by Francis C. Chenoweth and Fred W. Steffen 
Lewis Research Center 

SUMMARY 


The heat transfer characteristics of a cylindrical ejector for a small afterburning 
turbojet engine operating at static sea level conditions were compared with three film- 
cooling correlations based on an insulated wall. Since the ejector in this test was not 
insulated, a correction for radiation and free convection was derived and applied to the 
wall temperatures calculated using one of the correlations. 

The Hatch-papell correlation predicted wall temperatures which were low near the 
coolant slot and extremely high near the end of the cylindrical shroud. The Goldstein, 
Eckert, et al. , correlation was optimistic in predicting wall temperatures equal to the 
coolant temperature. The wall temperatures predicting wall temperatures equal to the 
coolant temperature. The wall temperatures predicted using the Lucas-Golladay 
correlation agreed well for wall temperatures less than 1300° R (722 K) but diverged to 
an error of 600° R (333 K) near the ejector exit. However, upon applying the wall tem- 
perature correction for radiation and free -convection effects, the predicted data agreed 
with the experimental data to within 150° R (83. 2 K). 


INTRODUCTION 

Many current aircraft jet propulsion systems make use of an ejector to provide 
cooling airflow over the engine tailpipe. At static or takeoff conditions, the total pres- 
sure of the coolant is generally equal to or less than the ambient static pressure so 
that energy must be transferred from the primary jet to the coolant flow to accomplish 
the pumping. The coolant flow is used to cool the ejector shroud by providing an insu- 
lating layer of cool air between the hot gas jet and the shroud. This cooling method is 
called ’’film cooling. ’’ Several experimental investigations have been made of the 



film cooling of an insulated wall; however, the shroud of an ejector is not insulated. 

The purpose of this investigation was to measure the heat-transfer characteristics 
of a cylindrical ejector under simulated engine operating conditions and to determine if 
any existing film -cooling correlation schemes can be used to predict the shroud 
material temperatures. 

The tests were conducted in a sea-level static test facility using a J85/13 after- 
burning turbojet as the primary gas generator. Two engine power settings were run 
providing hot gas stream stagnation temperatures of about 3540° R (1965 K) and 3000° R 
(1665 K). The coolant stagnation temperature was about 520° R (289 K) for each setting. 
The hot gas stream was made up of JP 4 and air combustion products, at a stagnation 
pressure of about 30 psia (21 N/cm ). The hot gas stream Mach number varied from* 
about 1.0 to 1. 36. Air was used as the coolant; the coolant Mach number varied from 
0.28 to 0.60. 

% 


SYMBOLS 


A area 

C constant 

C specific heat 

Jr 

D diameter 

erf error function 

F configuration factor for radiant energy exchange 

f( ) function of 

Gr Grashof number 

h heat transfer coefficient 

k thermal conductivity 

K’ constant from references 3 and 4 

L length 

P total pressure 

p static pressure 

Pr Prandtl number 

q heat flux 
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He Reynolds number 

S slot width, shroud radius minus primary radius for cylindrical ejector 
T total temperature of fluid or metal temperature 
t static temperature 

V velocity 

w weight flow rate 

x axial distance downstream of cooling slot 
y radial distance from boundary of the jet 

a thermal diffusivity 

^eff effective coolant injection angle, ref. 4 

e emissivity 

V r cooling efficiency with recovery temperature of hot gas stream acting as the 
driving temperature 

V s cooling efficiency with static temperature of hot gas stream acting as the driving 
temperature 

p density 

0 Stefan-Boltzmann constant 
Subscripts: 

c carbon dioxide 

D based on diameter 

f film, arithmetic mean of secondary and primary temperatures 

gr gray 

1 denotes surface of higher temperature 

j denotes surface of lower temperature 

p primary 

r recovery 

S shroud 

s secondary 

w wall 

wa water 

°° ambient 



APPARATUS AND PROCEDURE 
Apparatus 

The tests were conducted in a static test facility at atmospheric pressure and tem- 
perature. A turbojet engine (J -85/1 3) with an afterburner and variable area primary 
nozzle was used as the primary gas generator. 

Figure 1 is a sketch of the ejector shroud and primary nozzle. A single fixed- 
geometry shroud was used during the investigation. The shroud was fabricated from 
0. 050-inch (0. 127 cm) thick Inconel 600. It was attached directly to the engine variable 
exhaust nozzle housing. Wall static pressure taps and wall temperature thermocouples 
were installed on the cylindrical shroud. Their locations are also shown in figure 1. 
Figure 2 shows the cylindrical ejector installed in the test facility. 


Procedure 

The data were obtained at two engine power settings. These power settings were 
maximum reheat and reheat A (the power setting just below maximum reheat for this 
particular engine). For each power setting, the primary nozzle area was set by the 
engine control system to a value which maintained a constant turbine exit temperature. 

In this manner, two shroud diameter to primary nozzle diameter ratios were obtained. 
Also, the design of the primary nozzle was such that as the primary nozzle diameter 
increased, the exit plane of the primary nozzle moved upstream, thereby minimizing 
changes in shroud-length to primary -nozzle-diameter ratios. The shroud -diameter to 
primary-nozzle -diameter ratios and the corresponding e jector -length to primary -nozzle - 
diameter ratios are contained in table I. Although engine fuel flow and airflow were 
measured during the test, the primary gas pressure, primary temperature and primary 
nozzle area were not measured but were assumed to be equal to the published values of 
reference 1 for the engine used as the primary gas generator. The primary temper- 
ature used for the film -cooling calculations was 5 percent greater than the average hot- 
gas total temperature. This increase accounts for the radial temperature distortion 
profile of this particular afterburner design which produces maximum temperatures 
near the wall. These values are also contained in table I. 

The secondary weight flow rate was calculated with the aid of the flow model shown 
in figure 3 and the ejector static pressure distributions from figure 4. These pressures 
are plotted as a function of the distance from the primary nozzle exit plane in the 
maximum afterburning position. The calculation was made using the conditions at a 
station coincident with the most upstream static pressure tap. It was assumed that the 
static pressure of the secondary and primary flow were uniform at this station and equal 
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to the measured wall static pressure* It was also assumed that the total pressure and 
total temperature of the secondary flow at this station were ambient and that no energy 
exchange between streams had occurred upstream of this station. Using this published 
value of the primary total pressure with the measured wall static pressure and assuming 
a one -dimensional expansion, the flow area occupied by the primary jet and the flow area 
remaining for the secondary stream were determined. Then, using the secondary flow 
area, total and static pressure, and total temperature, a secondary weight flow was 
calculated. These calculated secondary weight flow rates are included in table I. The 
initial Mach number of the coolant stream was calculated based on the ratio of ambient 
pressure to the static pressure at the most upstream static pressure tap. This is 
the same station at which secondary weight flow was calculated. 


ANALYSIS PROCEDURE 


Discussion of Film-Cooling Correlations 


Film -cooling of surfaces using gases has been the subject of many investigations. 
Some excellent discussions of the correlations for film-cooling are available in the 
literature (refs. 2 to 7). In each case, the discussion leads to a recommended correla- 
tion. The geometrical configuration of a cylindrical ejector is different from any of the 
configurations studied in these previous investigations, however. 

An experimental investigation was made by Papell and Trout (ref. 2) for the 
film -cooling apparatus shown in figure 5(a). The adiabatic surface, which is to be 
protected from the hot gas flowing over it, is interrupted by a step-down slot from which 
the coolant is injected in the downstream direction. Hatch and Papell (ref. 4) then 
correlated the data obtaining the following equation 



t 7rDxh. 


l W s C p,s 



In cos 0. 8 0 e ££ 


( 1 ) 


where 


and 



( 2 ) 
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For the experimental conditions of reference 2, the value of K’ was 0.04. 

Lucas and Golladay in applying equation (1) to an insulated rocket nozzle (fig. 5(b)) 
(refs. 5 and 6), proposed the following changes: 

(1) The constant K' from 0. 04 to 0. 0 

(2) The use of local hot gas static temperature as the driving temperature rather 

than the recovery temperature 

(3) The use of an integrated average of heat transfer coefficient from the coolant 

injection station to the separate data stations. 

The first two of these changes were used in processing the data for this report; 
however, the heat transfer coefficient defined by equation (2) was used. For the cylindri- 
cal ejector tested, the coolant velocity is very nearly constant from the coolant injection 
station (primary nozzle exit plane) to the ejector exit; therefore, the change in heat 
transfer coefficient along its length is assumed to be negligible. With these changes 
incorporated, equation (1) becomes 


In r? g = In 


VM- 

^ - *. ) 


/ 7rDhj 

( w s c p,s 


\ a , 


0. 125 


111 cos ® @eff (3) 


An experimental study of film cooling in high-speed flow was made by Goldstein, 
Eckert, Tsou and Haji-Sheikh (ref. 7) with a configuration such as that shown in fig- 
ure 5(c). The coolant is injected parallel to the hot stream as in figure 5(a); however, 
the hot stream is supersonic, 
efficiency be obtained from 

for 


Goldstein, Eckert, et al. , recommend (ref. 7) the 


T - T 

w = 162 . o 

T - T 
r s 


(pV) g S 


-. 1.2 


(pV) p x 


(4) 


< Ms 

(pV) p 


> 0.12 


This equation is based on data for secondary flow temperatures higher than the primary 
flow temperature (film -heating). 
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The range of experimental conditions used to formulate the three correlations is 
shown in table n. The range of test conditions applied to the cylindrical ejector is also 
shown. Many differences and similarities existed. The correlations from references 2, 
3, 4, and 7 were derived for a flat plate. Lucas and Golladay tested a convergent- 
divergent nozzle and modified the Hatch-Papell correlation. The flows considered in 
references 5 to 7 and in the present cylindrical ejector were supersonic. The flow was 
also accelerating in references 5 and 6. The flow acceleration in the cylindrical ejector 
was relatively minor, however, and was neglected. The hot-stream Mach number of the 
cylindrical ejector, 1.0-1. 36, was within the range of the Lucas -Golladay tests (0. 5- 
3.0). The stagnation temperature of the cylindrical ejector ranged from 3000° F 
(1665 K) to 3540° R (1965 K). The maximum temperature obtained in reference 7 was 
530° R (294 K). Hatch and Papell (refs. 2 to 4) and Goldstein, Eckert, et al. , (ref. 7) 
used both air and helium as coolants. Lucas and Golladay (refs. 5 and 6) used nitrogen. 
As has been stated previously, the cylindrical ejector pumped air to cool the shroud. 

/ 

Discussion of Wall Temperature Correction 

The external surfaces of the three configurations for which correlations were 
developed were insulated. The cylindrical ejector was not insulated; and, therefore, 
there was heat transfer by radiation and free convection from the surface to the sur- 
roundings. 

A wall temperature correction method was developed for, and was applied to, the 
Lucas -Golladay correlation. It was not applied to the Hatch-Papell correlation because 
of the similarity to the Lucas -Golladay correlation. The Goldstein, Eckert, et al. , 
correlation was not corrected because there was not sufficient information available 
about the experimental apparatus to develop the correction. 

To correct the predicted wall temperatures obtained using an insulated convergent- 
divergent nozzle correlation to wall temperatures for a noninsulated cylindrical ejector, 
the following assumptions were made: 

(1) There was no temperature gradient through the wall 

(2) The forced convection heat transfer coefficient between the wall and the coolant 

would be the same for an insulated wall and a noninsulated wall (i. e. , it 
would not vary with wall temperature) 

(3) The axial heat transfer rate in the wall was negligible 

(4) The mixing of the hot gas stream and the coolant stream would be the same for 

an insulated wall and a noninsulated wall. 

A heat balance on the wall element shown in figure 6 follows for the "noninsulated” 
case: 
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(5) 


Ql - q 2 - q 3 - q 4 - q 5 = 0 

where the subscripts are defined as 

1 hot gas to wall radiation 

2 wall to coolant forced convection 

3 inside wall to ambient radiation 

4 outside wall to ambient radiation 

5 outside wall to ambient free convection 
The subscripts apply to figure 6 also. For the ’’insulated case 

q 4 = q 5 = 0 

Equation (5) then becomes: 

q l “ q 2 " q 3 = 0 

Writing equations (5) and (6) in terms of heat transfer coefficients and temperature 
differences, assuming all heat transfer areas are equal, results in 

h l (, p - V - h 2 (T w - V - »3< T W - O - h 4 (T w - O - h 5 (T w -0 = 0 < 7 > 

and 

h i (t P - t v - h 2 (T ; - v - h s (T ; - o - ° (*> 

where the prime signifies the insulated case. The radiation heat transfer coefficients 
hj, hg and h^ were obtained from 

q = F ij CT(T i ' T ] 4) = h(T i " T j) 

Therefore, h was defined as 

F.-ct(T^- T^) 

h _ i] v i V 

(Tj * T.) 

The configuration factors F.j will be discussed later. The average free-convection 
coefficient for a horizontal cylinder is (ref. 8): 

h 5 = 0. 53 ^ (Gr D Pr) 1//4 
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This equation is valid for the Prandtl numbers greater than 0. 5 and Grashof numbers 
3 9 

ranging from 10 to 10 . Properties are obtained at the arithmetic mean between the 
wall temperature and ambient temperature. 

Solving for the convective heat transfer coefficient between the wall and the coolant 
for both cases, from equations (7) and (8) 


h 2 = 


(h 3 + h 4 + h 5 )(T w - tj - hj(t - T w ) 


t - T 
s w 


( 9 ) 


and 


h 2 = 


h 'zK - *»> - h k<‘ D - T V> 


(t - T’ ) 
' s w' 


( 10 ) 


Then applying assumption 2 

h 2 = h 2 


or, equating (9) and (10) 


<h 3 + h 4 + h 8 )(T w - tj - hj(t - t w ) - 1 j - h'jft - t;> 


t. - T 


w 


t - T’ 
s w 


Equation (11) was then solved for the noninsulated wall temperature T 

w 


( 11 ) 


"'sK-V-Wi-TV 


T = 
w 


t - T' 
s w 


t s + ( h 3+ h 4+h 5 )t c 0 + hjt p 


hj + h, + h 4 + h g + 


- 1 J - - t;) 


t - T’ 
s w 


( 12 ) 


Since hj, hg, h 4 and hg were a function of the wall temperature, an iteration was 
required for the solution of the corrected wall. 

The right-hand side of equation (10) was calculated based on the wall temperature 
obtained using the Lucas -Golladay correlation. This is then a constant for the iteration 
at a particular station, with no change in flow conditions. For the first approximation, 
the other heat transfer coefficients in equation (12) were also based on this wall tem- 
perature. A new wall temperature was calculated from equation (12). Then hp hg, 
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and hg were recalculated based on this new wall temperature. This iteration was 
continued until the estimated temperature was equal to the calculated temperature within 
some predetermined tolerance. 

The configuration factors used were obtained as follows. The configuration factor for 
the radiant energy exchange between the hot gas and the wall was estimated according to 
the procedure presented in reference 9. Since the hot gas was made up of the combustion 
products of air and JP-4, the nonluminous radiation of the carbon dioxide and water vapor 
had to be considered. The luminous radiation is neglected since very little free carbon is 
present. It was reported in reference 10 that the assumption of nonluminous radiation 
adequately accounted for all the radiant heat load. The nonluminous radiation was cal- 
culated as presented by Weibelt in reference 9: 


e = e C + e C + Ae 
p c c wa wa 


where 

€ emittance of the hot gas 

1 . 

e c emittance of COg 

C £ correction for total pressure and partial pressure for COg 

e wa emittance of HgO 

C wa correction for total pressure and partial pressure for HgO 

Ae correction for a mixture of COg and HgO 

This work was first presented in reference 11 by H. C. Hottel. 

A nondimensional comparison of the convergent-divergent nozzle used for the 
Lucas -Golladay correlation (ref. 6) and the cylindrical ejector of this study is made in 
figure 7. The reference diameter, D, was the minimum of the film-cooled surface 
diameters for both cases. These were the throat diameter for the C-D nozzle and the 
shroud inside diameter for the cylindrical ejector. The length, x, was the axial length 
from the coolant injection slot. 

The configuration factors for the radiation heat transfer from the inside surface to 
the ambient are also shown in figure 7. The values for the noninsulated cylinder were 
obtained from reference 12. Reference 13 was the source of the values for the 
convergent-divergent nozzle. A surface emissivity of 0. 9 was used for both configura- 
tions. 

Values from the dotted line were used to obtain the inside radiation heat transfer 
coefficient for the insulated configuration (hg). The heat transfer coefficient for the 
inside radiation of the noninsulated configuration (hg) was taken from the solid line. 
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For a point of calculation, the values were chosen at equal values of x/D. For the C-D 
nozzle at values of x/D less than 0. 4, the configuration factor was assumed to be zero 
since these surfaces are upstream of the throat and essentially do not radiate to the 
ambient. 

In figure 7, the overall length -to-diameter ratio for the C-D nozzle is larger than 
that of the cylindrical ejector by a factor of approximately 2. Because of this, the 
configuration factors near the end of the cylindrical ejector are considerably larger 
than those at an equal value of x/D for the C-D nozzle. For x/D between 0.0 and 
1. 25, the configuration factors for both cases are almost equal. 

The configuration factor for the outside surface radiation to the ambient was obtained 
as follows: for gray bodies, the radiative interchange factor for an enclosed body and 
its enclosure is given in reference 14 as 


< F «> 


gr 



(13) 


where the subscripts i and j refer to the inner body and the enclosure, 
considered here 


A j »A i 


For the case 


therefore, equation (13) reduces to 


The constant value of 0. 9 was assumed over the entire length of the ejector shroud. 

The coolant temperature t used in the Lucas -Golladay correlation, was the inlet 
temperature. However, when applying the coolant temperature in the wall temperature 
correction procedure, it was necessary that the coolant temperature be known as a func- 
tion of length. This axial temperature distribution of the coolant was obtained using 
the analytical procedure developed in reference 15. In applying this isoenergetic mixing 
theory to the cylindrical ejector, the following assumptions were made. The total- 
temperature spreading rate during the mixing process was the same as that of the 
momentum. Therefore, the total-temperature profile was the same as the velocity 
profile. The secondary stream Mach number was assumed to be zero. With these 
assumptions, the temperature distribution is then expressed as: 
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T(x,y) - T 


‘=i 1 + erf ^12 £ ^ 


This temperature distribution was assumed the same for the insulated and noninsulated 
cases. 

RESULTS AND DISCUSSION 


Experimental and predicted (but uncorrected) wall temperatures are compared in 
figure 8. The reference point used for comparison is the axial location of the primary ^ 
nozzle exit plane in the maximum reheat position. When the engine is operating at the 
reheat A condition, the exit plane is downstream approximately 0. 5 inch (1.27 cm). 

The average hot-gas total temperature was obtained from reference 1 as a function 
of the fuel-to-air ratio. The fuel-to-air ratio was measured. The primary temperature 
used to predict wall temperatures was 5 percent greater than the average hot-gas tem- 
perature. This increase accounts for the radial temperature distortion profile of this 
particular afterburner design which produces maximum temperatures near the wall. 

Since the fuel-to-air ratio varied for repeat points at each engine condition, the 
primary temperatures varied also. For the maximum reheat engine setting (fig. 8(a)), 
the total temperature of the primary stream varied 52° R (29 K). This variation gave a 
variation in predicted wall temperatures of less than 10° R (5. 6 K). For the reheat A 
engine setting (fig. 8(b)), the total temperature varied 41° R (22. 8 K) which caused a 
vibration of 10° R (5. 6 K) in predicted wall temperatures. Therefore, the scatter in 
primary temperature had only a minor effect on the predicted results. 

The maximum spread in experimental wall temperature was ±100° R (±55. 5 K) for 
the maximum reheat engine setting and ±125° R (±69. 4 K) for the reheat A conditions. 

The cylindrical ejector extends into the test facility exhaust duct two inches 
(5. 08 cm). This can be seen in figure 2. The pumping action created by the high veloc- 
ity of the exhaust gas causes air from the test cell to flow over the last few inches of 
the cylindrical ejector. Convective heat transfer to this airflow caused the wall temper- 
ature to be lower near the end of the ejector. An attempt to correct the wall temper- 
ature was not made since it is a facility effect. 

As the system was cycled from ambient temperature to 3500° R (1945 K), several 
thermocouples broke loose from the surface. This accounts for the decreased number 
of points at several locations along the shroud. 

The predicted wall temperatures presented in figure 8 were not corrected for 
radiation and nonadiabatie wall heat losses. For the maximum reheat case (fig. 8(a)), 
the Lucas -Golladay prediction agrees reasonably well with experimental data near the 
nozzle. Downstream from the nozzle the measured temperatures are much lower than 
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the predicted temperatures. At the point where the jet pumping of air along the outer 
side of the cylindrical ejector is seen to affect the wall temperature (about 22 inches 
(55. 9 cm)), the difference between predicted and measured wall temperature is about 
600° R (333 K). This error is believed to be due to radiation and free -convection losses 
from the shroud’s external surface which were not considered in the correlation. The 
difference between measured wall temperature and ambient temperature is seen to vary 
from about 500° R (278 K) at the station closest to the nozzle to about 1300° R (722 K) at 
x equal to 22 inches (55. 9 cm). 

For the reheat A condition (fig. 8(a)), the Lucas-Golladay predicted wall temper- 
atures agree very well with the measured temperatures, up to the 22 -inch (55. 9 cm) 
station. The wall temperatures are much lower for this case, however. The maximum 
difference from wall to ambient for this case is seen to be about 900° R (500 K). Thus, 
radiation and free -convection heat losses will be much lower for the reheat A condition 
than for the maximum reheat condition. 

The wall temperatures predicted using the Hatch- Papell correlation, equation (1), 
predict low temperatures near the point of coolant injection and high temperatures near 
the end of the cylindrical ejector. The predictions are approximately 500° R (-278 K) 
low near the primary nozzle and about 900° R (500 K) high at 22 inches (55. 9 cm) from 
the point of coolant injection. 

The constant wall temperature for the first 4 inches (10. 16 cm) in the maximum- 
reheat condition, and the first 12 inches (30. 5 cm) of the reheat A condition indicates 
the predicted distance the coolant flows along the wall before its temperature increases. 
The experimental data indicate a rise in wall temperature immediately downstream of 
the primary nozzle. 

Radiation heat transfer from the hot-gas stream to the wall obviously caused an 
increase in wall temperature, although the coolant is at a lower temperature than either 
the wall or the hot stream. The coolant (air) would not be heated appreciably by this 
radiation heat transfer. Thus, the coolant was being heated by the wall as well as being 
mixed with the hot gas for the first few inches. Further downstream, the coolant stream 
temperature was hotter than the wall and heat was transferred from the ’’coolant” to 
the wall. 

The predicted wall temperatures obtained using the Goldstein, Eckert, et al. , cor- 
relation, equation (4), was a constant equal to the static temperature of the coolant 
(490° R) (272 K)). The reason for this optimistic prediction of wall temperature is 
believed to be due, at least in part, to the absence of radiant energy exchange (hot 
stream to wall) in the experiment for which the correlation was derived. This also 
illustrates the danger of trying to use an empirical correlation at conditions far removed 
from the conditions at which the correlation was developed. 

As stated previously, the wall temperatures predicted using the Lucas-Golladay 
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correlation were corrected using equation (12). The results are compared with the un- 
corrected predictions and experimental data in figure 9. The uncorrected predicted data 
and the experimental data are the same as shown in figure 8. As expected, the higher 
the wall temperature (assuming a constant ambient temperature), the larger the effect 
of the radiation and free -convection corrections. Generally speaking, the correction 
required for wall temperatures below 1200° R (666 K) is less than 100° R (55 K). 

Upon applying the heat loss correction to the maximum reheat engine condition 
(fig. 9(a)), the predicted wall temperatures agree within 150° R (83. 4 K) with those 
obtained experimentally. The maximum correction, with the exception of those points 
downstream of 22 inches (55. 9 cm) was 600° R (333 K). The correction equation 
applied to the reheat A data (fig. 9(b)), yielded a slight over correction, however. The * 
uncorrected predictions were reasonably good. The corrected temperatures tended to 
be slightly low, especially on the hot end of the ejector. 

A comparison is made of the relative heat transfer rates between the hot gas and the 
wall and between the wall and the ambient in figure 10. The heat transferred to the wall 
by radiation is higher near the point of coolant injection and decreases toward the 
ejector exit. This decrease is due to the decrease in the difference of the hot gas and 
wall temperature. 

The net heat transfer from the wall to the coolant is the difference of the hot gas to 
wall radiation and the sum of the three heat losses shown in figure 10. As previously 
discussed, the heat flow near the point of coolant injection is from the wall to the 
coolant. At approximately 22 inches (55. 8 cm) this direction changes and the heat 
flows from the coolant to the wall. 

At a distance of 4 inches (10. 16 cm) from the point of coolant injection, the free- 
convection loss is approximately 4 percent of the total heat loss from the wall. The 
radiation from the outer wall is approximately 8 percent. The radiation loss from the 
inside is negligible. The loss of heat to the coolant then is about 88 percent of the total 
loss. At 18 inches (45. 7 cm) the radiation loss from the inside and the free convection 
from the outside make up a total of approximately 16 percent of the total loss. The 
percent of heat loss by radiation from the outside has increased to approximately 
70 percent. Therefore, the heat transfer from the wall to the coolant is only 14 percent 
of the total loss. At the ejector exit, the three losses shown on figure 10 add up to 
produce 120 percent of the heat added by radiation from the hot gas to the wall. There- 
fore, the heat added to the wall from the coolant is about 20 percent of that added by 
radiation from the hot gas stream. 

It is believed this wall temperature correction could be applied to the other correla- 
tions presented if enough were known of the geometry used to obtain the correlations. 

In applying this correction for design purposes, it would be necessary to obtain a heat 
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balance for the new noninsulated hardware. Therefore, an equation similar to equa- 
tion (7) must be derived. For applying to a new correlation, an equation similar to 
equation (8) must also be obtained. Upon combining these two equations, an equation for 
the corrected wall temperature would be obtained for the new hardware. This equation 
would then be solved in the same manner as stated in this report. 


CONCLUDING REMARKS 

The heat transfer characteristics of a cylindrical ejector for a small afterburning 
turbojet engine operating at static sea level conditions were compared with results using 
three film -cooling correlations available in the literature. The three semi-empirical 
correlations were each derived for geometries and flow conditions considerably different 
than those described in this report and utilized an insulated wall. The following results 
were obtained: 

1. The prediction of wall temperature by the three correlations were in poor agree- 
ment with each other due to the varied conditions for which the correlations were 
derived. 

2. The Hatch-Papell correlation, equation (1), uncorrected for radiation heat losses 
and nonadiabatic wall heat losses, predicted temperatures lower than experimental tem- 
peratures near the point of coolant flow injection and high temperatures near the end of 
the cylindrical shroud. 

3. The Lucas- Go lladay correlation, equation (3), predicted wall temperatures for 
the reheat A condition in which wall temperatures were less than 1500° R (832 K). For 
the maximum reheat case (maximum T 1900° R (1055 K)), the predicted wall tern- 

W 

peratures exceed the measured values by as much as 600° R (333 K). 

4. Upon applying a wall temperature correction, developed in this report, to the 
wall temperatues calculated using the Lucas -Go lladay correlation, good agreement was 
obtained between the experimental and predicted data. This correction accounted for the 
convective and radiant heat losses from the noninsulated ejector wall. 

5. The uncorrected Goldstein, Eckert, et al. , correlation, equation (4), predicted 
wall temperatures equal to the coolant temperature. The measured wall temperatures 
varied from 750° R (416 K) to 1900° R (1055 K). 

In applying this wall temperature correction for purposes of design, it should be 
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remembered that a new heat balance should be made for the hardware under considera- 
tion. 


Lewis Research Center, 

National Aeronautics and Space Administration, 
Cleveland, Ohio, May 24, 1968, 
126-15-02-10-22. 
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Power 

setting 

Primary temper- 
ature 

Primary weight 
flow rate, W p 

Secondary weight 
flow rate, W g 

Secondary 

temperature, 

T s 

°R 

K 

Ib/see 

kg/sec 

lb/sec 

kg/sec 

°R 

K 

Maximum 

3540 

1966 

44 

19.95 

5.7 

2.59 

520 

289 

reheat 









Reheat A 

3000 

1667 

44 

19.95 

11.3 

5. 13 

520 

289 


TABLE H. - TABLE OF TEST CONDITIONS 



Hatch, Papell 

Reference 

2, 3, 4 

Surface to be cooled 

Flat plate 

Slot width, in. (cm) 

0.063 (0. 160) 
0.050 (0.127) 

Hot stream Mach number 

0. 15 to 0. 70 

Initial coolant Mach number 

< 1.0 





Coolant stagnation 

540 to 870 

temperature, °R (K) 

(300 to 483) 

Hot stream stagnation 

~ 40 

pressure, psia (N/cm 2 abs) 

K28) 

Hot stream gas 

Combustion products: 
JP-4 and air 



Coolant 

Air and helium 

Nitrogen 


External surface 

Insulated 

Insulated 

Insulated 
















































Power 

setting 

Length, 

L, 

Secondary 

diameter, 

Primary 

diampter, 


in. 

cm 

D 


D i 

} 




in. 

cm 

in. 

cm 

Maximum 

reheat 

28.0 

71. 1 

16.4 

41.6 

14.9 

37.8 

Reheat A 

27.5 

69.8 

16.4 

41.6 

13.9 

35.3 


O Thermocouple 
• Wal I static -pressu re tap 




Figure 2 , ~ Cylindrical ejector installed in facility. 




Pressure, N/cnr abs 


r Secondary 
/ flow 



^-Station for secondary flow calculation 

^ Radial distance from boundary of jet, y 


-Primary jet boundary as calculated from wall 
static pressure and primary total pressure 


Primary flow 


Figure 3. - Model used for calculation of secondary flow rate. 



16 24 32 40 48 50 64 72 

Distance downstream of primary nozzle exit plane, cm 

(b) Reheat A. 

Figure 4. - Measured wall static pressure in ejector shroud. 
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Air 


520°R (288 K) < T p < 2000°R (1110 K) 



,Air or helium 


540°R 1300 K) < T s < 870°R (483 K) 

(a) Flat plate coolant rig (refs. 2 to 4). 

Nitrogen 

517°R (287 K) < T s < 563°R (313 K) 


JP-4 and oxygen 
Tp a 5000°R (3080 K) 

(fa) Film-cooled nozzle (refs. 5 and 6) 

Air Tp ~ 530°R (294 K) ► 

V//// /Z7A 

Air and helium 417°R (232 K) < T s < 655°R (364 K) 

(c) Step-down s lot ( ref. 7) . 

Figure 5. - Various film-cooling schemes. 
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Figure 6. - Model used for correcting wall 
temperatures predicted by correlations. 
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Convergent-divergent 
nozzle (ref. 6), diam- 



i n i i r i i 

— Cylindrical ejector 

— — Convergent-divergent 
nozzle 



0 .5 1.0 1.5 2.0 2.5 3.0 3.5 

(Axial distance from coolant slot)/ Diameter, x/D 


Figure 7. - Configuration factors for cylindrical ejector and 
convergent-divergent nozzle. 
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Wall temperature, 
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(a) Maximum heat. 


1000 — 
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600 

400 

> 200 
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0 4 8 12 16 20 24 28 

Distance downstream of primary nozzle exit plane in 
maximum reheat position, in. 


0 8 16 24 32 40 48 56 64 72 

Distance downstream of primary nozzle exit plane in maximum 
reheat position, cm 

(b) Reheat A. 

Figure 8. - Comparison of experimental and predicted tempera- 
ture profiles. 
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0 4 8 12 16 20 24 28 

Distance downstream of primary nozzle exit plane in maxi- 
mum reheat position, in. 



0 8 16 24 32 40 48 56 64 72 

Distance downstream of primary nozzle exit plane in maxi- 
mum reheat position, cm 


(b) Reheat A. 


Figure 9. - Comparison of experimental data with corrected pre- 
dictions using Lucas -Golloday correlation. 
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mum reheat position, in. 


0 8 16 24 32 40 48 56 64 72 

Distance downstream of primary nozzle exit plane in maxi- 
mum reheat position, cm 

Figure 10. - Heat -transfer rates for maximum reheat engine 
power setting. 
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